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Dr. J.A. Giles 
Mr. Robert L. Kersey 
Dr. Preston H. Leake 
Mr. Leo F. Meyer 
Dr. R.A. Sanford 
Dr. Fred J. Schultz 

Gentlemen: 

Enclosed is a copy of today's announcement by the FTC concerning 
Barclay cigarettes and other testing matters. 


Sincerely, 
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cc Mr. Brooks George 
Dr. Richard Manning 
Mr. Allan Topol 
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Source: https://www.industrydocuments.ucsf.edu/docs/yqvl0001 




